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# 

Name 

Description 

1 

ON/OFF button 

Turns the camera power on and off 

2 

Shutter button 

Focuses and locks the exposure of the 
camera when pressed halfway down, and 
takes the picture when pressed all the way 
down 

3 

Capture Mode selector 

Sets the camera mode to Still, Self-Timer, or 
Video mode 

4 

Speaker 

Provides camera sounds and plays recorded 
audio 

5 

Microphone 

Records audio clips 

6 

Self-Timer light 

Blinks red during Self-Timer mode until 
picture is taken 

7 

Optical Viewfinder 

Allows you to frame the subject of the picture 

8 

Flash 

Provides flash illumination 

9 

USB/TV connector 

Allows you to connect a USB cable or an 
optional TV cable to the camera 

10 

Power adapter connector 

Allows you to connect an HP approved AC 
power adapter to the camera to operate the 
camera without batteries, or to charge 
optional rechargeable batteries 

11 

Zoom lens 

3x optical zoom lens allows you to take 
telephoto and wide-angle pictures 
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12 

Display 

Provides menu information to operate the 
camera. You can also preview the picture 
before taking it and review it afterwards 

13 

Optical Viewfinder 

Allows you to frame the subject of the 
picture 

14 

Viewfinder iights 

Solid green light indicates the camera is in 
focus and ready. 

Solid red light indicates the camera is 
capturing a video ciip 

15 

Flash button 

Selects the Flash setting. The current 
setting is shown by the lights above this 
button (No light indicates Auto Fiash) 

16 

(® 

) Flash Off light 

Amber light on when the camera is set to 
Fiash Off 

17 

( <S> 
lighi 

]) Auto with Red-eye 

Amber light on when the camera is set to 
Auto with Red-Eye reduction 

18 


Flash On light 

Amber light on when the camera is set to 
Fiash On 

19 


) Macro iight 

Amber light on when the camera is set to 
Macro Focus 

20 

Macro button 

Selects/deseiects Macro Focus setting (for 
taking ciose-up pictures) 

21 


]) Zoom Out button 

Zooms the lens to wide angie position 

22 

(SI) Zoom In button 

Zooms the lens to telephoto position 

23 

(H^) Display button 

Turns the Display and Live View on and off 

24 

( © 
OK 

) 4-way Controiler with 
button 

Allows you to move through menus and 
pictures, and then seiect choices 

25 

([^) Menu button 

Turns the Main menu, shown on the 
Display, on and off 

26 

(O 

Share button 

Turns HP Instant Share menu on and off 
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# 

Name 

Description 

27 

Three coior Power/Memory 
light 

Green--camera is on 

Amber-reading from or writing to memory 
card 

Red-camera has insufficient power and is 
shutting down 

28 

Wrist strap mount 

Wrist strap attachment 

29 

Memory card door 

Allows access to insert or remove the 
memory card 

30 

Battery door 

Allows access to the batteries 

31 

Camera dock connector 

Connects the camera to the optional 
camera dock 

32 

Dock connector plug 

Protects the dock connector when camera 
is not in camera dock 

33 

Tripod mount 

Allows tripod mounting 
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